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Message Text 


E.O. 11652: N/A 
TAGS: BEXP, XA 

SUBJECT: HEALTH CARE/MEDICAL EQUIPMENT TRADE MISSION 

REE: (A) STATE 145323, (B) KHARTOUM 2623 

1 . WE SUGGEST KANO FOR SECOND STOP IN NIGERIA. GIVEN 
REQUEST IN REF B, WE WILLING TO CONCUR WITH SUGGESTION 
TO PUT NIGERIAN STOPS LAST ON SCHEDULE. 
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